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2 August 1976 


MEMORANDUM FOR: Director of Communications 

Director of Data Processing 
Director of Finance 

Director of Logistics 
Director of Medical Services 
Director of Personnel 
Director of Security 
Director of Training 


FROM 7) es | STAT. 
Chief, Management §& Assessment Staff 


SUBJECT : Correction - APP/EEO Reporting 
Requirements 
REFERENCE : Memo for Office Heads dtd 22 July 76 


fr A-DD/A (copy attached) 


APP progress reports should cover the period ] July 
1975 through 30 September 1976 (15 months). EEO progress 
reports should cover the 1976 calendar year through 


30 September (nine months). 


STAT 


Attachment 
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